LAMP LITER MOTEL 
and 

DINING ROOM 
Springfield, Illinois 
Phone: LA. 9-1621 

Spacious, quiet 8 acre location 3Va miles South of Springfield, 
Illinois, on U.S. 66 — Heated secluded swimming pool —■ 
Fishing pond — Each room with air-conditioning, TV, carpet 
and tile bath — Fireplace and color TV in Lobby. 

James R. Grady, owner-general manager 
Virgil Dial, Jr., dining room manager 
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